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ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

083904 

R051330Z AUG 75 
FM AMEMBASSY TUNIS 
TO AMEMBASSY BEIRUT 
INFO SECSTATE WASHDC 9825 
AMEMBASSY TRIPOLI 

CONFIDENTIAL TUNIS 4723 

BEIRUT FOR RTC 

BEIRUT FOR RSS 

DEPT FOR SY/T AND SY/FO 

TRIPOLI FOR PSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUB J : SECURITY IMPROVEMENT PROJECT - TRIPOLI 

REF: (A) BEIRUT 9772; (B) TSR MARCH 27, 1974; (C) BEIRUT 9845; 

CD) TRIPOLI 0867 

1. RSO CONCURS WITH REFTEL (C) THAT OTHER ITEMS LISTED 

REF (B) SHOULD BE CANCELLED. INTERCOM SYSTEM FOR RESIDENCE 
SHOULD BE LOCALLY PURCHASED AND INSTALLED BY POST. 

2. REQUEST RTC PLAN TO INSTALL, IF AVAILABLE, ONE 
ADDITIONAL CCTV UNIT AND TWO MONITORS. CAMERA IS TO 

BE INSTALLED IN STAIRWELL BETWEEN FIRST AND SECOND FLOORS 
COVERING INTERNAL BARRIER CONTROLLED FROM CHARGE'S OFFICE. 
MONITORS SHOULD BE INSTALLED AT SECRETARY'S DESK IN 
AMBASSADORIAL SUITE, AND IN CHARGE'S OFFICE. 

3. TO EFFECT INSTALLATION PROPOSED PARA 3, FOLLOWING 
ADDITIONAL ITEMS WILL BE REQUIRED: 
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1 EA WIDE ANGLE 12.5 OR 25 MM LENS (DEPTH OF FIELD MUST 
FOCUS DOWN TO MINIMUM 10 FT) 

1 EA WALL BRACKET FOR CAMERA 

150 FT LENGTH COAXIAL CABLE (APPROXIMATE) 

1 EA "BRUTE'' ELECTRICAL DEADBOLT CATALOG # S-L-6004 

1 EA CCTV CAMERA (INTERIOR) 

2. EA 5-INCH MONITORS 

2 EA SWITCH BOXES TO ENABLE CHARGE AND PSO TO 
MONITOR BOTH CAMERAS 

1 EA "T" FITTING FOR ANTENNA COAXIAL CABLE FITTINGS 
(ONE CABLE TO FIRST FLOOR AND ONE TO SECOND) 

4. PER REFTEL (C). REQUEST SEABEE SERVICES FOR APPROXIMATELY 
THREE DAYS AT TUNIS FOR FOLLOWING REQUIREMENTS: 

(A) SERVICE ACR AIR CONDITIONER AND REPLACE OR 
CLEAN FILTERS. 

(B) MISCELLANEOUS LOCK WORK. 

(C) SERVICE ESCAPE MECHANISM CLASS 5 MOSLER 
VAULT DOOR. 

(D) REPAIR (WELD) FIRE DOOR TCU. 

(E) CHANGE BLADES ON MODEL 1012 DISINTEGRATOR. 

5. PER REFTEL (D), SUBJECT DISCUSSED WITH PSO AND 
ITEM B SHOULD BE DISREGARDED AT THIS TIME, SUBJECT TO 
REVIEW BY RSO AND PSO DURING SEPTEMBER. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TUNIS04723 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750270-0071 
From: TUNIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750879/aaaacslk.tel 

Line Count: 98 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 

Reference: 75 BEIRUT 9772, 75 BEIRUT 9845, 75 TRIPOLI 867 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 AUG 2003 by WorrelSW>; APPROVED <03 DEC 2003 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SECURITY IMPROVEMENT PROJECT - TRIPOLI 
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